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SECTION A-A 
D5190-1 ARMREST FITTING SED 
2015 FEB 04 
NOTES: αμα x 
1) MATERIAL: AISI 4130Ν ROUND BAR | ΕΡΕ DART AEROSPACE LID Α 
REE ο OR AMS 6349/0370/6928 Ω HAWKESBURY, ONTARIO, CANADA 
3) TOLERANCES : W [CHECKED | aP | “ης NO. EN 
TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED (MFG. APPR. | 9 
4) UNITS: INCHES UNLESS OTHERWISE NOTED τ κ TTE SHEETI SE 
δ) IDENTIFICATION: NONE 0 O 010 MAX δ AERE ΒΕΠ ARMREST MACHINED PARTS ws 
: a ο, NTS 
7) WEIGHT: 0.13 Ibs < Ἴ COPYRIGHT © 2014 ΒΥ DART AEROSPACE LTD 
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